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wout; John Mead Howells; McKim, Mead & 
White; Delano & Aldrich; c. Grant La Farge; 
Albert Randolph Ross:— 

Competition for a Memorial to Theodore 
oosevelt in Washington, D. C., 2490. 

Polk & Co., Willis:— 

Water ‘Temple for Spring Valley Water Co., 
Sunol, Cal., 2488. 

Pond & Pond; Egerton Swartwout; Charles A. 
Platt; John Mead Howells; McKim, Mead & 
White; Delano & Aldrich; C. Grant La Farge; 
Albert Randolph Ross:— 

Competition for a Memorial to Theodore 
oosevelt in Washington, D. C., 2490. 
Pope, John Russell :— 
Competition for a Memorial to spot 
oosevelt in Washington, 
Prize Winning Design, 2489. 
Memorial to Theodore Roosevelt in Washing- 
ton, D. C., Photograph of Model, 2497. 
University Baptist Church, Baltimore, Md., 
24 


University Club, Milwaukee, Wis., 2498. 
Pruitt, Van 
House ! Mrs. M. T. Moore, Anderson, S. C. 


=_— 


Rankin, Kellogg & Cran 
Chalfonte-Haddon Hall, Atlantic City, N. J., 
2495. 


Richardson, H. H.:— 
Austin Hall, Harvard College Law School, 
Cambridge, Mass., 2488. 
Brattle Square Church, Boston, Mass., 
Tower of, 2488. 
Trinity Church, Boston, Mass., 2488. 
Ritchie, G. Whitecross:— 
Shop a bes Angeles, Cal., A New Type of, 


Rodier & Kundz n:— 
House of Robert Munro, Chevy Chase, 


D. C., 2497. 
House of Dr. i om Voegtlin, Washington, 
D. C., 2497 


Spanish Bungalow, Seven Oaks, Md., 2497. 

Réntgen, Frants E.:— 

“‘Gaudeamus""—A House in Bilthoven, 
Holland, 2498. 

Ross, Albert Randolph; Pond & Pond; Egerton 
Swartwout; Charles A. Platt; John Mead 
Howells; McKim, Mead & White; Delano & 
Aldrich; C. Grant La Farge:— 

Competition for a Memorial to Theodore 
oosevelt in Washington, D. C., 2490. 

Rouse & Goldstone:— 

Griffing Apartments, Danbury, Conn , 2499. 


~_ 


Saarinen, Eliel:— 
Water Front Development, Detroit, Mich., 
Project for, 2495. 
Schultze & Weaver:— 
nese, Miami, Fla., The Tower, 


24 
Schwartz & Gross:— 
Apartment House at 30 Fifth Avenue, 
New York, 2499. 
Shampan & Shampan:— 
President ilson Apartments, Jamaica, 
N. Y., 2499. 
Shaw, Howard :— 
Printing House for R. R. Donnelly & Sons 
Co., Chicago, Ill., 2488. 
Shourds-Stoner Co.:— 
House in Terre Haute, Ind., 
House of Marion T. Smith, Allendale, Ind., 
2489. 
Terre Haute Memorial Stadium, Terre 
Haute, Ind., 2491. 
ane, ~h Points State Bank, Terre Haute, 
nd., 24 
Shurtleff, Arthur—Perry, Shaw & Hepburn:— 
Employees’ Houses for Yale & Towne Mfg. 
Co., Stamford, Conn., 2492. 
Slee & Bryson:— 
Aoumeens, —"% at 430 Clinton Avenue, 
Brooklyn, N. Y., Entrance Detail, 2499. 
Sloan & Pn ea eat — 
Eastern Terminal Office Building, New York, 
2491 


Eastern Terminus, Montauk, Long Island, 
Development, 2491. 
Wadsworth Building, New York, 2491. 
Sloan & Robertson—Sugarman & Berger:— 
ohn — Apartments, New York, The, 
2499. 


Stetson, Bradford—Warren D. Heinly:— 
City Hall, Pottstown, Pa., 2490. 
Stevens & Lee—Lynch Luquer:— 
a a Incurables, Washington, D. C., 


Sturgis Py Tite: — 
unnewell Upper & Boston, Mass., Render- 
ing of Upper Stories and Details, 2488. 
Museum of Fine Arts, Boston, Mass., 2488. 
Sugarman & Berger:— 
Apartment House at 61 West 9th Street, 
New York, 2499. 
Sugarman & Berger—Sloan & Robertson:— 
ohn Muir Apartments, New York, The, 
2499 


Swartwout, Egerton; Pond & Pond; Charles A. 
Platt; John Mead Howells; McKim, Mead & 
White; Delano & Aldrich; C. Grant La Farge; 
Albert’ Randolph Ross:— 

Competition for a_ Memorial to Theodore 
oosevelt in Washington, D. C., 2490. 


~— 


Tachau & Vought: 

First Baptist Church, Montclair, N. J., 2494. 
Taylor & Levi:— 

Cc oan in New England, Entrance View of 


249 
World War Monument, Norfolk, Conn., 
91. 


Thiers, M. Adolphe:— 
Apartment Houses at Auteuil, France, 2495. 
Thomas, Andrew J.:— 
Apartment House at 65th Street and Avenue 
A, New York, Entrance Detail, 2499. 
House at Hartsdale, N. Y., 2492. 
Houses, Two, at White Plains, N. Y., 2492. 
Towers Apartments, Jackson Heights, 'N. , 
The, Entrance Detail, 2499. 
Thompson, George Roger:— 
ouse Ho A. W. Hicks, Roslyn, L. I., N. Y., 


2492 
Thompson, Wm. Heyl and George E. Edkins— 
Frank R. Watson:— 
Memorial Library, Ursinus College, College- 
ville, Pa., 249) 
Tilton & Githens:— 
St. Luke’s German Evangelical Lutheran 
Church, New York, 2494 
Totten, George Oakley, Jr.:— 
House of F. cCormick- Goodhart, near 
Washington, D. C., 2497. 
Legation Building in Washington, D. C., for 
a Foreign Country, 2497. 
Reconstruction of the Original B. H. Warder 
House, Washington, D. C., Designed by 
the Late H. H. Richardson, 2497. 
Townsend, Steinle & Haskell:— 
Scarswold Apartments, Scarsdale, N. Y., 
249 


Treanor & Fatio—Van Wart & Wein:— 
Beekman Mansion, New York, Entrance 
Detail, 2499. 


aafiun 


Upjohn, Hobart:— 
Chapel of the Cross, Chapel ard . in 2494. 
Village Chapel, Pinehurst, N. 

Upjohn, R. M.: 
State Capitol, Hartford, Conn., 2488. 


=— 


Van Pelt, John V.:— 

Czecho-Slovakian Church of St. John of 

Nepomuk, New York, Details, 2491. 
Van Veen, Pieter:— 

Cathedral, Amiens, The. From the Original 
Painting in Oils by, 2493. 

Cathedral of Louviers, The Flagellation, 
Detail of the Facade. From the Original 
Painting in Oils iby, 2495. 

“Tour de Beurre,’’ Rouen. From the 
Original Painting i in Oils by, 2492. 

Van Wart & Wein—tTreanor & Fatio: 

Beekman Mansion, New York, Entrance 
Detail, 2499. 

Visscher & Burley:— 

Alumni Memorial Administration Building, 
Lehigh University, Bethlehem, Pa., 
2496. 





_— 


Walker & Gillette :— 
National City Bank of New aa Cuban 
Branch, sevens. Cuba, 249 
Watson, Frank R.—George E. Bdkins and 
Wm. Heyl Thompson:— 
Memorial Library, Ursinus College, College- 
ville, Pa., 2496. 
Wendehack, Clifford C.:— 
Fleetwood Hills Country | a _ peartnente, 
Fleetwood Hills, N. 
House of Dion W. AS wy ‘Larchmont 
Gardens, N. Y., 2499. ; 
House of _—_, E. M. Perley, Bronxville, 
N. Y., 2493. 
Winslow, Carleton Monroe:— 
First Congregational Church, Glendale, Cal., 
494, 


Woolsey & Chapman:— 
House of R. C. Proctor, Rye, N. Y., 2496. 


asYfen 


York & Sawyer:— 
Building Nos. 11-27 West 42nd Street, 
ew b Sg Proposed 30 Story, 2490 
Younger, ‘Joseph 
ae, Building, Washington, D C., 
497. 


Blacketane Hotel, Washington, D. C., 2497. 
Randolph Apartment, Washington, D. C., 


The, 
Store and , Building, Washington 
D. C., 2497. 








XUM 








XUM 


THE AMERICAN ARCHITECT 


JANUARY TO JUNE, 1926 


+ 





, 


ILLUSTRATIONS ACCORDING TO LOCATION 


Figures refer to the number of the issue, not to the text pages 


California— 


Claremont :— 
Bridges Hall of Music, Pomona College. 
Myron Hunt, Architect, 2496. 
Glendale :— 
First Congregational Church. Carleton Monroe 
Winslow, Architect, 2494. 
Hollywood :— 
Store Building for I. Magnin & Co. Myron 
Hunt, Architect, 2490. 
Los Angeles: — 
Shop in, A New Type of. G. Whitecross 
Ritchie, Architect, 2490. 
Oakland :— 
St. Mary’s College. John J. 
Architect, 2496. 
San Francisco:— 
Telephone Building. Miller & Pflueger, 
A. A. Cantin, Associated Architects, 2493. 
Sunol :-— 
Water Temple for Spring Valley Water Co. 
Willis Polk & Co., Architects, 2488 


Donovan, 


Colorado— 


Pueblo:— 
St. Francis Xavier Church. M. A. Higgins, 
Architect, 2494. 


Connecticut— 


Danbury :— 

Griffing Apartments. Rouse & Goldstone, 

Architects, 2499. 
Hartford :— 

Hartford Seminary Foundation, Preliminary 
Suggestion for Library and Administration 
Building, Library and School of Missions, 
Schools of Pedagogy and Missions. Allen 
& Collens, Accener™ 2496. 

State Capitol. R. M. Upjohn, Architect, 2488, 

Norfolk:— 

World War Monument. Taylor & Levi, 

Architects, 2491. 
South Norwalk:— 

House of Waldo Sheldon. Frank J. Forster, 

Architect, 2491. 
Stamford :-— 

Employees’ Houses for Yale & Towne Mfg. 
Co. Perry, Shaw & Hepburn, Consulting 
Architects—Arthur Shurtleff, Consulting 
Landscape Architect, 2492. 


District of Columbia— 


Brookland :— 
House of C. J. Cassidy. Murphy & Olmsted, 
Architects, 2497. 
St. Paul's Coilege. 
Architects, 2497. 
Chevy Chase :— 
House of Robert Munro. Rodier & Kundzin, 
Architects, 2497. 
Washington :— 
Alleghany ed Joseph Younger, Archi- 
tect, 24§ 
Siepene “Hotel. Joseph Younger, Architect, 


Murphy & Olmsted, 


Building of the Chamber of Commerce of the 
United States. Cass Gilbert, Architect, 2497. 

Catholic Sisters’ College, Brady Hall. Murphy 
& Olmsted, Architects, 2497. 

Catholic University of America, Martin 
Maloney Chemical Laboratory; Franciscan 
Monastery. Murphy & Olmsted, Architects, 
2497. 

Competition for an Inscription for Octagon 

ouse, Prize Winning Designs, 2495. 

Competition for a Memorial to Theodore 
Roosevelt. John Russell Po “ge. Architect, 
Prize Winning Design, 2489; Pond & Pond; 
Egerton Swartwout; Charles A. Piatt: 
John Mead Howells; McKim, Mead & White; 
Delano & Aldrich; C. Grant La Farge; 
Albert Randolph Ross, Architects, 2490. 

Home for Incurables. ynch Luquer, Archi- 
tect—Stevens & Lee, Consulting Architects, 
2497. 

House of Admiral Cary T. Grayson. Peabody, 
Wilson & Brown, Architects, 2491. 

House of F. McCormick- — Near. 
George Oakley Totten, Jr., 2497. 

House of Dr. Carl Voegtlin. Rodier & Kundzin, 
Architects, 2497. 

Infirmary, St. John’s Orphanage. Lynch 
Luquer, Architect, 2497. 

Legation Building for a Foreign Country. 
yeorge Oakley Totten, Jr., Architect, 2497. 

Memorial to Theodore Roosevelt, Photograph 
of Model. John Russell Pope, Architect, 
2497. 

Randolph Apartment, The. Joseph Younger, 
Architect, 2497. 

Reconstruction of the Original B. H. Warder 
House Designed by the Late H. H. Richard- 
son. George Oakley Totten, Jr., Architect, 
2497. 

Store and Apartment Building. Joseph 
Younger, Architect, 2497. 


Florida— 


Miami:— _ 
Miami-Biltmore, The Tower. 
Weaver, Architects, 2492. 


Schultze & 


Georgia— 


Stone Mountain:— 
Soldiers’ Memorial, The Confederate. Augustus 
Lukeman, Sculptor, 2494. 


Ilinois— 


Chicago:— 

Building for C. P. Kimball & Co. George C. 
Nimmons, Architect, 2488. 

Office of Walter W. Ahlschlager, Inc., Library 
and Reception Room. Walter W. Ahlschla- 
ger, Inc., Architects, 2495. 

Printing House for R. R. Donnelly & Sons Co. 
Howard Shaw, Architect, 2488. 

Swimming Pool, New Union League Club. 
Mundie & Jensen, Architects, 2493. 

Tudor Manor Apartments. Leichenko & 
Esser, Architects, 2499. 

Schiller Park 
Building for Eden Cemetery. Benjamin 
Franklin Olson, Architect, 2494. 


Indiana— 


Allendale :— 
House of Marion T. Smith. Shourds-Stoner 
Co., Architects & Engineers, 2489. 
Bedford :— 
House of J. A. Rowe. John Scudder Adkins, 
Architect, 2492. 
Indianapolis:— 
Barn for Wm. P. Hapgood. Osler & Burns, 
Architects, 2492. 
Farmhouse for Wm. P. Hapgood, Typical. 
Osler & Burns, Architects, 2492. 
House of Royer H. Brown. Osler & Burns, 
Architects, 2492. 
House of Lee Burns. Osler & Burns, Architects, 


House of J. K. Lilly, Jr. Osler & Burns, 
Architects, 2493. 
House of C. M. Warner. Osler & Burns, 
Architects, 2493. 
Terre Haute :— 
House in. Shourds-Stoner Co., Architects & 
Engineers, 2489. 

Terre Haute Memorial Stadium. Shourds- 
Stoner Co., Architects & Engineers, 2491. 
Twelve Points State Bank. Shourds-Stoner 

Co., Architects & Engineers, 2493. 


lowa— 


Davenport :— ; 
Lend-a-Hand Club. Clausen & Kruse, Archi- 
tects, 2498. 


Maryland— 


Baltimore :— 
Roland Park Apartments. Palmer, Willis & 
Lamdin, Architects, 2499. 
University Baptist Church. John Russell Pope, 
Architect, 2490. 
Seven Oaks:— 
Spanish Bungalow. Rodier & Kundzin, 
Architects, 2497. 


Massachusetts— 


Boston :— 

Apartment House at 301 Berkeley Street. 
Parker, Thomas & Rice, Architects, 2499. 

Brattle Square Church, Tower of. H. 
Richardson, Architect, 2488. 

Eliot Apartments. Harold Field Kellogg, 
Architect, 2499. 

Hunnewell Building, Rendering of Upper 
Stories and Details. Sturgis & Brigham, 
Architects, 2488. 

Museum of Fine Arts. Sturgis & Brigham, 
Architects, 2488. 

Pelham Hall Apartments. Arthur H. Bowditch, 
Architect, 2499. 

Trinity Church. H. H. Richardson, Architect, 
2488. 

Cambridge :-— 
Austin Hall, Harvard College Law School. 
H. Richardson, Architect, 2488. 
Gardner :— 

First National Bank. 
Architects, 2493. 
Hingham :— ; 
Carillon Tower. Wm. Roger Greeley, Archi- 
tect, 2489. 
Northampton :— 

School of Music (Sage Hall), Smith College. 
Delano & Aldrich, Architects, 2496. 

Tryon Art Gallery, Smith College. Frederick 
L. Ackerman, Architect, 2491. 

Pittsfield :— 

St. Charles Parochial School. Peter F. 

McLaughlin, Architect, 2489. 


Hutchins & French, 


Somerville:— 
District Court. Charles R. Greco, Architect, 
2489. 
Stockbridge :— 
House of Charles R. Smith. Coffin & Coffin, 
Architects, 2491. 


Michigan— 


Ann Arbor:— 
Angell Hall, University of Michigan. Albert 
Kahn, Architect, 2496. 
Dearborn:— 
Engineering Laboratory, Ford Motor Co. 
Albert Kahn, Architect, 2488. 
Detroit :— 
Detroit Free Press Building. Albert Kahn, 
Architect, 2488. 
Redeemer Presbyterian Church. George D. 
Mason & Co., Architects, 2494. 
Water Front Development, Project for. 
Eliel Saarinen, Architect, 2495. 


Minnesota— 


St. Paul:— 
Assembly Building, Ford Motor Co. Albert 
Kahn, Architect. 2488. 


Missouri— 


Kansas City:— 
Store for Sears, Roebuck & Co. George C. 
Nimmons & Co., Architects, 2488. 
St. Louis:— 
Mayfair Hotel. 
Architect, 2495. 
Webster Groves: 
Eden Seminary Group. T. P. Barnett Co., 
Architects, 2496. 


Preston J. Bradshaw, 





New Hampshire— 


Peterboro:— 
First National Bank. Hutchins & French, 
Architects, 2493. 


New Jersey— 


Atlantic City:— 
Chalfonte-Haddon Hall. Rankin, Kellogg & 
Crane, Architects, 2495. 
Bayonne:— 
Junior High-Vocational School. 
Anderson, Architect, 2490. 
East Orange :— 
Fulton Towers Apartments, The. Hector O. 
Hamilton, Architect, 2499. 
Melmore Garden Apartments. Dodge & 
Morrison, Architects, 2499. 
Englewood :— 
House of Harold S. Graham. R. C. Hunter 
& Bro., Architects, 2492. 
Montclair:— 
First Baptist Church. Tachau & Vought, 
Architects, 2494. 
Newark:— 
Forest Hill Presbyterian Church. William S. 
Gregory, Architect, 2494. 
Plainfield :-— 
House of Monroe H. Long. Arthur Clement 
Aalholm, Architect, 2489. 
House on Evergreen Avenue. Arthur Clement 
Aalholm, Architect, 2493. 
House on Martine Avenue. Arthur Clement 
Aalholm, Architect, 2493. 
Houses, Two, at. Arthur Clement Aalholm, 
Architect, 2489. 
Ridgewood :— 
Competition for a Municipal Building for the 
Village of. Raymond M. Hood, Architect, 
Pit Winning Design, 2490. 
Upper Montclair:— 
| lhe of Gerald M. Locke. Frank J. Forster, 
Architect, 2491. 


New York— 


Bronxville:— 

House of Mrs. E. M. Perley. 

Wendehack, Architect, 2493. 
Brooklyn:— 

Apartment House at 430 Clinton Avenue, 
Entrance Detail. Slee & Bryson, Architects, 
2499. 

Auditorium for Pratt Institute. John Mead 
Howells, Architect, 2498. 

Soldiers’ Memorial, Red Hook Park. Augustus 
Lukeman, Sculptor, 2493. 

Buffalo:— ; 

Liberty Bank. Alfred C. Bossom, Architect, 


Donald G. 


Clifford C. 


2489. 
Douglaston, L. I.:— 
House of W. Brundage. Frank J. Forster, 
Architect, 2491. 
Elmsford :— 
House of Henry Kelly, Jr. Patterson & 
Willcox, Inc., Architects, 2491. 
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Fieldston :— 

House of Dr. William C. cau Dwight 
James Baum, Architect, 2492 

House of Percival R. Wilds. Dwight James 
Baum, Architect, 2493. 

Fleetwood Hills: 
Fleetwood Hills Country Club Apartments. 
Clifford C. Wendehack, Architect, 2499. 
Hartsdale :— ; 
House at. Andrew J. Thomas, Architect, 2492. 
Ithaca:— 

Baker Laboratory of Chemistry, Cornell 
University. Gibb & Waltz, Architects— 
Day & Klauder, Associate Architects, 2496. 

Court-Faculty Apartments, Cornell University. 
Frederick L. Ackerman, Architect, 2493. 

Jackson Heights:— 

Towers Apartments, The, Entrance Detail. 

Andrew J. Thomas, Architect, 2499. 
Jamaica :— 

President Wilson Apartments. Shampan & 

Shampan, Architects, 2499. 
Larchmont:— 

Grasdon Hall Apartments. Hunt & Kline, 
Architects, 2499. 

Houses Built at, A Group of Small. C. C. 
Merritt, Architect, 2499. 

Larchmont Hills Develo ment, One of a Group 
of Apartment House Buildings. Edward D. 
Parmelee, Architect, 2499. 

Larchmont Gardens:— 

House of Dion W. Kennedy. Clifford C. 

Wendehack, Architect, 2499. 
Montauk, L. I.:— 

Eastern Terminus, Montauk, Long Island, 
Development. Sloan & Robertson, Archi- 
tects, 2491. 

Montauk Point, L. I.:— 

House of Lathrop Brown, Windmill and. 

Peabody, Wilson & Brown, Architects, 2491. 
Mt. Vernon:— 
Esplanade Apartments. 
Architects, 2499. 
New Rochelle :— 
Iona School.Edward F.Fanning,Architect,2491. 
New York:— : 

Annunciation School. Edward F. Fanning, 
Architect, 2491. 

Apartment, Detail of an. Alfred C. Bossom, 
Architect, 2491. 

Apartment House at 65th Street and Avenue 

Entrance Detail. Andrew J. Thomas, 
Architect, 2499. 

Apartment House at 30 Fifth Avenue. Schwartz 
& Gross, Architects, 2499. 

Apartment House at 1148 Fifth Avenue. 
ye R. Carpenter, Architect, 2499. 

Apartment House at 61 West 9th Street. 
Sugarman & Berger, Architects, 2499. 

Arsenal Building, Seventh Avenue. Buchman 
& Kahn, Architects, 2498. 

-_ —y Mansion, Entrance Detail. Van 

Wart & Wein, Architects—Treanor & Fatio, 
Consulting Architects, 2499. 

Brown Memorial Tower, Union Theological 
Seminary. Allen & C ollens, Architects, 2496. 

Building Nos. 11-27 West 42nd Street, Proposed 
30 Story. York & Sawyer, Architects, 2490. 

Building for the French Institute in the 
United States. Joseph H. Freedlander, 
Architect, 2491. 

Building for M. Knoedler & Co., East 57th 
Street, New. Carrere & Hastings, Architects, 
2489. 

Cathedral of St. John the Divine, Proposed 
Design. Cram & Ferguson, Architects, 2495. 

Czecho-Slovakian Church of St. John of 
Nepomuk, Details. John V. Van Pelt, 
Architect, 2491. 


Margon & Glaser, 


Eastern Terminal Office Building. Sloan & 
Robertson, Architects, 2491. 

House of W. K. Vanderbilt, Fifth Avenue. 
Richard Morris Hunt, Architect, 2488. 

Insurance Center Building, John Street. 
Buchman & Kahn, Architects, 2495. 

John Muir Apartments, The. Sugarman & 
Berger, Architects—Sloan & Robertson, 
Consulting Architects, 2499. 

Municipal Building. McKim, Mead & White, 
Architects, 2488. 

New York Association for the Blind, Alteration 
oo Nanton. Hunt & Hunt, Architects, 


St. Luke’s German Evangelical Lutheran 
Church. Tilton & Githens, Associated 
Architects, 2494. 

United States Mortgage & Trust Co., Broad- 
way and 73rd Street Branch. Henry O. 
Chapman, Architect, 2498. 

Wadsworth Building. Sloan & Robertson, 
Architects, 2491. 

Woolworth Building. Cass Gilbert, Architect, 


Pelham :— 
Pelham Gables. George Fred Pelham, Inc., 
Architects, 2499. 
Poughkeepsie :— 7 
Residential Students’ Hall, Vassar College. 
Allen & Collens, Architects, 2496. 
Richfield Springs:— 
House of Eugene D. Stocker. Dwight James 
Baum, Architect, 2492. 
Stable Group of Eugene D. Stocker. Dwight 
James Baum, Architect, 2492. 
Riverdale:— 
House of E. Ponchelet. Frank J. Forster, 
Architect, 2492. 
Rome:— 
Garden of George Brown. Ruth Dean, Land- 
scape Architect, 2491. 
Roslyn, L. I.:— 
House of A. W. Hicks. George Roger Thomp- 
son, Architect, 2492. 
Rye:— 
House of R. C. Proctor. Woolsey & Chapman, 
Architects, 2496. 
Scarsdale :— 
Scarswold Apartments. Townsend, Steinle & 
Haskell, Architects, 2499. 
Stapleton, S. I.:— 
Staten Island Savings Bank. Delano & 
Aldrich, Architects, 2491. 
White Plains:— 
Halstead Apartments. 
Ingalls, Architect, 2499. 
Houses, Two, at. Andrew J. Thomas, Archi- 
tect, 2492. 
North Carolina— 
Chapel Hill:— 
Chapel of the Cross. Hobart Upjohn, Archi- 
tect, 2494. 
Pinehurst :-— ' 
Village Chapel. Hobart Upjohn, Architect, 
2491. 


Ohio— 
Cleveland :— 
Building for Bell Telephone Co. Hubbell & 
Benes, Architects, 2493. 
House of Ralph H. Comey, Shaker Heights. 
Meade & Hamilton, Architects, 2489. 
House of C. A. Thompson, Shaker Heights. 
Munroe Walker Copper, Jr., Architect, 2489. 
Pennsylvania— 
Bethlehem :— 
Alumni Memorial Administration Building, 
Lehigh University. Visscher & Burley, 
Architects, 2496. 


Harry Creighton 


ne ORE 


House and Garden of Carl E. Siebecker* 

Mellor, Meigs & Howe, Architects, 2492. 
Collegeville:— 

Memorial Library, Ursinus College. Frank 

Watson, Architect—George E. Edkins 

and Wm. Heyl Thompson, Associates, 2496. 
Germantown:— 

a at. Edmund B. Gilchrist, Architect, 


Merion :— 
Waldron Academy. F. Ferdinand Durang, 
Architect, 2496. 


Pittsburgh :— 

House of J. L. Kendall. M. Nirdlinger, 
Architect, 2498. 

Pottstown :— 


City Hall. Bradford Stetson, Architect— 

Warren D. Heinly, Associate Architect, 2490. 
Rhode Island— 
Providence :— 

Brown University Sdgien. Gavin Hadden, 
Engineer—Paul P. Cret, Consulting Archi- 
tect, 2491. 

South Carolina— 
Anderson :— 

House of Mrs. M. T. Moore. Van F. Pruitt, 

Architect, 2493. 
Tennessee— 
Memphis:— 

Anatomy Building, University of Tennessee. 

Jones & Furbringer, Architects, 2496. 
Texas— 
Dallas:— 

Magnolia Building. Alfred C. Bossom, Archi- 

tect. 2488. 
Wisconsin— 
Kohler Village:— 

Housing Development for the Kohler Co. 

Brust & Phillips, Architects, 2492. 
Milwaukee :— 

University Club. John Russell Pope, Archi- 
tect, 2498. 

Wisconsin Telephone Building. Eschweiler & 
Eschweiler, Architects, 2495. 

Foreign— 

uba— 

Havana:— 

National City Bank of New York, Cuban 
i Walker & Gillette, Architects, 


England— 
London :— 
House of Arthur J. Davis, 6 John Street. 
Mewes & Davis, Architects, 2493. 
Sussex :— 
Shop Front in Lewes, 2490. 
France— 
Amiens :— 
Cathedral, The. From the Original Paint- 
ing in Oils by Pieter Van Veen, 2493. 
Auteuil :— 
Apartment Houses at. M. Adolphe Thiers, 
Architect, 2495. 
Louviers:— 
Cathedral of, The Flagellation, Detail of 
the Facade. From the Original Painting 
in Oils by Pieter Van Veen, 2495. 
Rouen :— 
‘*Tour de Beurre.’’ From the Original Paint- 
in Oils by Pieter Van Veen, 2492. 
Holland 
Bilthoven:— 
‘“‘Gaudeamus""—A House in. 
Réntgen, Architect, 2498. 





Frants E. 








XUM 








| emaes ROTCH WARE was editor of Tne American 

Arcuitect for a period of thirty-one years. During that 
time this journal grew from a small and unimportant publication, 
illustrated with pen outline drawings, into its form when he 
retired in 1907. 

Edueated for architecture, he was one of the first Americans 
to attend the Ecole des Beaux-Arts in Paris. On his return to 
Boston he found it a heap of smoking ruins. He was offered and 
accepted the assistant editorship of Tue American ArcuirTect, 
under William P. P. Longfellow, brother of the poet, and ulti- 
mately succeeded him. He never saw his way open to give up his 
work in architectural journalism for the practice of his profession. 
His record of thirty-one years’ service is one of splendid 


achievement. 














